
TEAM CAP 

Don't go a mil* without tho 
Official Team Cap. Fast dry 
jiylon with an x long bill. 
Sewn in sweat bana. 
Adjustable. Red. S5 Miles. 


Source: https://www.industrydocuments.ucsf.edu/docs/gkxp0003 





